Running Windows 10 Just fine, followed a guide to Re-install Nexus

-Right click the TK install File and run it as a administrator

-install it in your Documents not in Program files. <<-- [Does not matter where you install it if running as admin on your PC already.]

-Right click the NexusTK Shortcut icon on your dekstop and go to Compatability

-In compatability use these options.

*Run program as windows XP service pack 3
*Tick Reduced color mode 16-bit 65536 colors
*Run this program as an administrator. 